HOTEL FLORIDA 

343 N. Magnolia 
OCALA, FLORIDA 
it Tourist and Commercial. — Open Year 
'Round. - Centrally Located. - Steam Heated. 
- Cool Air. - Free Parking. - Attractive Rates. - 
Coffee Shop and Cocktail Lounge. 

R. L. Mixon, Owner-Mgr. 


PLACE 
ONE CENT 
STAMP 
HERE 

t B-H2673 













HOTEL FLORIDA 

OCALA . FLORIDA 









